Liebeler postulated the first shot hitting at Frame 
186 because in a later reconstruction, for an 18 th of 
a second, there was a clear passage through the live- 
oak tree at that point. This was at the NY Theater For 
Ideas, later broadcast by Pacifica. He said this, to 
him, was possible in a s ingle&bullet concept. However, at 
that point, in additions to all the other disqualifica- 
tions of a single-bullet theory, at this point, if the 
bullet hit the President it could not possible have 
inflicted the damage on the Governor. 
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